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E.0.11652: GDS 

TAGS: MNUC TECH PK FR US 

SUBJ: REPROCESSING 

REE: STATE 151850 

1 . WE HAVE NO SPECIFIC CHANGES TO SUGGEST TO THE 
GUIDANCE CONTAINED IN REFTEL BUT OFFER THE FOLLOWING 
OBSERVATIONS. 

2. THE AUTHOR OF THE REETEL IMPLIES THAT THE 
REPROCESSING PLANT HAS NOT YET BEEN SOLD, WHEREAS IN 
FACT CONSTRUCTION ON THE REPROCESSING PLANT IS 

WELL UNDERWAY AND FRANCE IS PROVIDING THE SERVICES OE 
AN ARCHITECT-ENGINEER. THE DECISION THE GOE HAS TO 
MAKE IS WHETHER THESE SERVICES WILL BE CONTINUED OR 
NOT AND TO WHETHER THERE WILL BE ANY FUTURE SHIPMENT 
OF SPECIALLY DESIGNED EQUIPMENT TO PAKISTAN EOR USE 
IN THAT PLANT. 

3. WE SUGGEST THAT SOME THOUGHT MIGHT BE GIVEN TO A 
QUESTION CONCERNING US EUTURE AID POTENTIAL IN THE 
EVENT THAT PAKISTAN MAKES NO STATEMENT BUT LETS IT BE 
KNOWN THAT IT IS PROCEEDING ON ITS OWN TO COMPLETE THE 
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PLANT. 

4. ALSO WE WISH AGAIN TO STRESS THE REPEATED REQUESTS 
OF FRENCH FOREIGN MINISTER DE GUIRINGAUD THAT ACTUAL 
FRENCH DECISIONS AND TACTICS ON THIS TOPIC SHOULD 
RECEIVE MINIMUM DISTRIBUTION. 

HARTMAN 
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